APPENDIX

At the coal face there have been marked advances in production
by power machinery, in the utilization of low-grade fuek, and in
the improvement of the efficiency and safety of the \\indinc gear.
It is doubtful, however, whether improvements in coal winning
have progressed as fast in Britain as in some competitive countries.
Comparison of the coal production per person employed per annum
in the five countries indicates that the U.S.A. is most efficient in this
respect whilst in 1910 the United Kingdom lost second place to
Germany.
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